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; CLASSIFIED MESSAGE H - * muting; 


ORIQ : 

UNIT ; 

EXT s 

DATE ' 18 1962 


CLASSIFIED M ESSAGE 

SECRET 




TO :[ | 

FROM: DIRECT Oiy 

CGNF: OPO ( 1 0) 

INFO t S/C ( 11 ) 

FPB 

TOR* 203 % 1.8 AJN 62 


DEFERRED 


I lx ROUTINE 

e l _ . _____ 



PRIORITY 

pry-? 

OPERATIONAL 

IMMEDIATE 


OUT 07806 


SUBJECT POSSIBLE FERRY FLIGHT LAUGH LIN AFEL WOULD LIKE 
TO STRESS THE NEED FOR REDUCING TO MINIMUM RISK COMPROMISING 
I 1 PARTICIPATION IN THE BASIC PROJECT, 

9 INVOLVED IS TO TRY TO BE AS INCONSPICUOUS 

AS POSSIBLE WHILE AT LAUGHUN AND UNDER NO CIRCUMSTANCES VISIT 


OLD FRIENDS OR HANG ABOUT SQUADRON BUILDING* 
DOWN IN BOQ MIGHT BE BEST WAY KEEP OCT OF SIGHT. 


a-H 


BEDDING 
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